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Severe penalties are provided for offences (s.13). The meaning
of " radioactive material," " radioactive waste " and " mobile
radioactive apparatus" is dealt with in s.18. There is an inter-
pretation section and the " appointed day " is defined therein
(s.19) as such day as Her Majesty may by Order in Council
appoint. There are modifications in the application of the Act
to Scotland, and to Northern Ireland.

THE FACTORIES (LUMENISING) SPECIAL REGULATIONS,

1947

These regulations, S.R. & O. 1947 No. 865, applicable to all
factories where luminising is carried on, are made under s.60
of the Factories Act, 1937, and they naturally affect employees,
but since they are the only regulations of their kind in existence
they may be taken as a guide to the precautions which should
be observed in relation to members of the public.

In special circumstances the Chief Inspector may issue an
exemption certificate, but no occupier is permitted to undertake
luminising after the commencement of the regulations without
notice to the Inspector for the district.

No person under 18 years of age may be employed in the
processes or in cleaning, and there are limitations on hours of
work (48 hours in any one week) and continuity of employment.
Exhaust draught and ventilating apparatus must be provided,
and there is general control of working conditions. Brushes may
not be used for the application of luminous compound. (In
the early days workers sometimes licked brushes to bring the
hairs together, with injurious results.) The disposal of waste
material, the storage of luminous compound, the use of con-
tainers with lead lining, and the provision of washing facilities,
protective clothing, medical examinations and tests of exposure
to radiation are all required by the regulations.

New regulations are under consideration.

THE NUCLEAR INSTALLATIONS  (DANGEROUS
OCCURRENCES)   REGULATIONS,   1960

These regulations (S.I. 1960 No. 514) became operative on
1st April, I960, and were made by the Minister of Power and
the Secretary of State for Scotland acting jointly. The regula-
tions prescribe for the purpose of s.6(l) of the Nuclear Instal-
lations (Licensing and Insurance) Act, 1959, the classes and
descriptions of occurrences happening on, or in connection with
the use of, a licensed site, which by virtue of s.6(2) of the Act